Date: December 4, 2019 
Time: 8:30 AM to 10:00 AM 

Location: Second Floor Conference Room, Town Hall Annex, 730 Mass Ave, Arlington 


Agenda 

1. Kick-off meeting on the Economic Analysis of Industrial Zoning Districts with 
RKG Associates (8:30 AM to 9:45 AM). 

2. Review minutes from October 2, 2019 meeting (9:45 AM to 9:50 AM). 

3. Review 2020 meeting schedule and reschedule or cancel January meeting date 
due to holiday (9:50 AM to 10:00 AM). 

2020 Meeting Dates: January 1, February 5, March 4, April 1, May 6, June 3, July 1, 
August 5, September 2, October 7, November 4, December 2. 



